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Barron, HucuH J., Disc. on Heating Top Story of a Building, 81; 
on Central Station Heating Systems, 214; Paper CXLVIL., Drying 
by Steam, Hot Air, and Water Gases, 222; Disc. on The Protec- 
tion of Underground Piping, 260; on The Production of canecens 
Iron Screw Nipples 

Biacxwoop, J. J., Disc. on Moisture in Houses, 50; on Gas asa Fuel 
for Hot-air Heating 

Boilers, House-heating, using Bituminous Coal, 140; Disc. on Firebox 
versus Bricksetting, 182; Cast-iron, Ratio of Flue Area to Grate 


Botton, R. P., Paper CXXXVIL., Steam Heating in Connection cnith 
Condensing Engines 
Brennan, Joun S., Disc. on Heating Skylighted Rooms, 85; Paper 
CXXXIX., The Circulation of Hot Water 
CarpeNTER, Pror. R. C., Paper CXXXV., Investigation of Accuracy 
of a Direct-reading Hydrometer, 33; Disc. on Steam Heating in 
Connection with Condensing Engines, 74; Paper CXL., The Art 
of Heating and Ventilating Fifty Years Earlier, 112; Paper 
CXLIL., Test of a Steam-heating Boiler, 120; Disc. of Possibilities 
in Heating with Hot Air 
Capron, E. F., Paper CXLIV., Residence Heating 
Cary, ALBERT "A, Disc. on Gas as a Fuel for Hot-air Heating, 62; on 
Hot Water Circulation, 105; on Ventilating Tunnels and Sub- 
ways, 124; on House-heating Boilers, Using Bituminous Coal, 
140; on Heating Water by Steam, 144; on Grate Surface for Dif- 
ferent Fuels 


Curw, F. K,, Disc. on Moisture in Houses, 50; on Gas as a Fuel for 
Hot-air Heating, 58; on Grate and Heating Surface in Furnace 
Heating, 134; on Legislation in Different States, 161; on Large 
Mains with Branches in Hot-air Systems, 265; on Vacuum Sys- 
tem of Hot-water Heating 

DonneELLy, Jas. A., Disc. on Heating with = Air, 244; on Overhead 

_ Mains for Hot Water 

Donnetty, Wa., Disc. on Gas as a Fuel for Hot-air Heating. . 

Drying by Steam, Hot Air and Waste Gases 

Fetpman, A. M., Disc. on Indoor Humidity, Topic No. 13 

Flow of Air in Metal Pipes, Paper CXLIV., by J. H. Kingaty 
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SmitH, Dr. Henry MitcuHett, Disc. on ‘Moisture in Heated Rooms. . 
Steam Heating in Connection with Condensing Engines, Paper 
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